Approved ForReJease 2003/09/10 : CIA-RDP96-00787^gp0200020030-7 


August 4, 1978 


SGFOIA3 


SGI I Dear 


Enclosed is an address by the Dean of the Engineering Department 
at Princeton. He references our work heavily, and describes 
some successful remote viewing experiments he did himself to 
determine the credibility of our claims. 

With best regards, 

H. E. Puthoff, Ph.D 
Senior Research Engineer 
Radio Physics Laboratory 
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